4.  What was the ratio of controlled current to controlling
current for this SCR in this circuit?
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Ill EXERCISE 3.  UJT TRIGGERING OF THE SCR
A.  PREPARATIONS:

1.  Place Template #28 on the Model 701-DCL Trainer
jackfield.

2.  Construct the circuit shown in Fig. 3.1.

a.  For this Exercise, connect Cl with the positive
side grounded, negative side connected to Rl and
'A' .

Figure 3.1.  UJT Firing SCR
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G.  CONCLUSIONS
